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THE ALEXANDER MILBURN CO. 

BALTIMORE, U. S. A. 

Manufacturers of Portable Carbide Lights and Oxy-Acetylene Welding 
and Cutting Apparatus 

Nsw York Boston Chicago Pittsburgh Washington, D. C. 

51 E. 42nd St. 79 Milk St. 1012 Kimball Bldg. 406 Bessemer Bldg. 711 Thirteenth St.,N. W. 



PORTABLE CARBIDE LIGHTS 
Using Ordinary Carbide 

For work at night or in dark places. Used by Engi¬ 
neers, Contractors and Builders; for Sewerage, Water¬ 
works, Road-building; Railroads, Mines, Shipyards. 


Automatic in Operation, Economical, Simple. No 
Over or After Generation; Wind and Storm Proof; Quickly 
Set Up. 



New Milbum Lights are serving Uncle Sam 
at home and abroad. They’re doing their 
share in speeding up shipbuilding; in making 
possible effective outdoor work at night. 


They use a fuel sold EVERYWHERE— 
ordinary carbide, in its cheapest and purest form. 

From 100 to 25,000 Candle Power. 

Send for Bulletin No. 235. 


MILBURN OXY-ACETYLENE APP/.RATUS 


“Cut-Weld” Torch 


An all-purpose torch with tips for cutting and tips for welding—quickly 
interchangeable by simply unscrewing the nut. 

Strongly, but simply built; get-at-able valves, solid one-piece tips and it 
cannot flash hack. 

Length, 19 inches. Weight, including 2 Tips, 2}i lbs. 

Milburn Acetylene Generating Plants are used in large and small Industrial 
Shops where there is a varied demand for Welding and'Cutting. We make these 
Generators in capacities of .50 lbs., 100 lbs., 200 lbs., 300 lbs., and up. 

Send for Bulletin No. 335. 
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